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USCIB: 13.7/18 


2 June 1954 


MEMORANDUM FOR THE MEMBERS OF USCIB : 

Subject: Distribution and Security Control of COMINT. 

Reference: USCIB 13.7/15, dated 18 May 1954. 

1. The reference informed all USCIB members of USCIBEC approval of 
the enclosure therewith, and established a deadline of 27 May 1954 for 
USCIB objection. 

2. During the interregnum period the member representing the 
Secretary of Defense has proposed the deletion of the word "interdepart- 
mental 11 in the second line of paragraph 5 of the enclosure with the 
reference. 

3. In that the OSD Member's proposal is not considered to affect 
materially the substance of the USCIBEC decision the enclosure with the 
reference, as thus amended, is considered approved as of 27 May 1954. 

4. THIS DOCUMENT CONTAINS COMMUNICATIONS INTELLIGENCE INFORMATION 
AND SHALL BE HANDLED ONLY IN CHANNELS EXPRESSLY PROVIDED FOR CCMINT. 
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